Torn down Worthington Ridge 


1800 


1934 WPA Census of Old Buildings in Connecticut Survey at the Connecticut State Library Digital 
Collection. Slide # 063 

1800 West side Worthington Ridge, US5, just north of Route 72 

Wood house, peak roof, brick central H 
chimney, two stories and a half, 9 window front, 6 
over 6, 

five window gable end, stone foundation 
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